From: 

Nassif, Julianne (DPH) 

Sent: 

Wednesday, February 01, 2012 10:25 AM 

To: 

Chilian, Steve (DPH) 

Subject: 

witness statements 

Hi Steve, 



I have signed copies of all of the witness statements except mine which has an error. I n the last paragraph, 
when referring to an employee who was contacted at home, it should read Gloria Phillips and not Shirley 
Sprague. If you want to edit, scan and email I can sign it. 

How would you like me to send the signed copies back to you? 

Julie 

Juliai/u/te Nasslf 

Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 
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